

00252A00020001 001 1 -5 
J 20 November 1951 

SI /<???- 




X, Training requirements based upon observation of current operational 
problems In the Par last. 42 §£ 

«, Increased emphasis on intelligence exploitations of para-mili- 
tary operations, 

b. Increased emphasis on coordination of 0S0 and OPC operations* 

c. Reed for combined general training! placing sufficient emphasis 
upon problems and techniques of both 0S0 and OPC operations* 

d« Training of all-purpose officers for emergency areas. 

2, Anticipated training requirements resulting from the amalgamation 
of GS0/0PC Headquarters and Field. ^^0 and ADPC 

a* Experienced 0S0 personnel to be instructed in OPC activities, 

b, Experienced OPC personnel to be Instructed in 0S0 activities, 

S* Training of 0S0 or OPC officers (Headquarters and Field) who 
have not yet received any training, 

d. Special training courses required as a result of the amalgama- 
tion, 

3* Analysis of QSO/OPC tra ining loads proj ected and current! their 
25X1 effect upon plans for activation 

4, Review of TRC requirements for operationally trained instructor* 
personnel; initiation of a rotation procedure, &PxIS£ 
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